A FRESH START
The plan or axonometric view makes the whole scheme clear. Eight* story blocks of flats are planned in long lines running from Western Avenue southward, and curving towards the south-east. These block contain 1,964 flats of three and four rooms, with kitchen and bath. Three-story blocks with shops face Western Avenue, and opposite the termination of the eight-story blocks, on the other side of the square, are six towers of twelve stories containing 432 flats, each with two rooms, kitchen and bath. Considerable space appears between the lines of flats, and most of the trees of the old gardens are preserved. This planning in long lines with considerable space between the blocks supersedes the out-of-date building round courtyards, which invariably means loss of sunlight and daylight and other disadvantages to a large number of tenants; whereas the separation of the various blocks with wide stretches of garden and the orientation of approximately north to south of all the blocks give the greatest possible direct sunlight to all rooms, including those on the ground floor.
Stretching from Bloemfontein Road to the stadium is the public square. Entering from Bloemfontein Road there is a cinema on the right, and then extending in a sweep towards the towers is a building suitable for a large store. Further on are tennis courts and a large swimming-pooL The square commands a view of the whole vista of the dwellings, with the gardens and playgrounds between. Beyond the swimming-pool and overlooking it is a large restaurant for a thousand people.
The exhibition buildings are planned on that generous scale the need of which is so often felt, but hardly ever satisfied in England since the Exhibition of 1851. These buildings would be capable of housing an exhibition on the scale of the British Industries Fair, now held at Olympia, the White City, and Castle Bromwich, Birmingham, under one roof. The halls are long separate blocks arranged parallel to and at right angles to each other, and surround a central court for open-air exhibitions. To the west of this the old Chinese garden is preserved. The large hall provides an extensive, uninterrupted space under one roof, greater than any now in London, while the long narrow blocks have four floors and are designed particularly to house exhibitions of smaller articles. The buildings can be used either for continuous open exhibition, or for subdivision into independent halls, which can be let separately for smaller exhibitions. The buildings are accessible to both passenger and motor transport from all sides, while the two stations are practically juxtaposed in the same scheme.
In the alternative Scheme C the lines of flats are continued, and curve back from the south-eastern direction to a line due south. They are
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